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Message Text 


UNCLASSIFIED 

PAGE 01 KABUL 07755 060639Z 
13 

ACTION FBO-01 

INFO OCT-01 NEA-05 ISO-OO /007 W 

041503 

R 060426Z NOV 73 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 5722 
INFO USIA WASHDC 

UNCLAS KABUL 7755 

E.O. 11652: N/A 
TAGS: ABLD, AF 

SUBJECT: USIS FACILITIES IMPROVEMENT PROGRAM 
REFERENCE: STATE 215971 

1. CURRENT STATUS OF USIS ELECTRICAL IMPROVEMENT PROGRAM: 

I) TRANSFORMER STATION COMPLETED. WILL ENERGIZE THIS 
WEEK IF LOCAL POWER COMPANY COOPERATES. 

II) THERE ARE NO NEW DISTRIBUTION FEEDERS FROM TRANSFORMER 
TO VARIOUS BUILDINGS. WITHOUT KNOWLEDGE OF TYPE, LOAD 
CHARACTERISTICS AND LOCATION OF PROPOSED EQUIPMENT, 
PLACING SECONDARY DISTRIBUTION PANELS WOULD BE DIFFICULT. 

HI) POST INTENDS TO TIE IN EXISTING SECONDARY FEEDERS 
TO NEW PANELS WHEN ALL TESTS ARE COMPLETED ON NEW 
SUB-STATION. 

2. REGARDING AIRCONDITIONING, SEPARATE CABLE BEING SENT TO USIA 

BY USIS WITH COPY TO STATE. LEWIS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973KABUL07755 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: KABUL 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 153/aaaabmoi. tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 215971 

Review Action: RELEASED, APPROVED 

Review Authority: collinpO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Jan-2002 by joneskg0>; APPROVED <08 FEB 2002 by collinp0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USIS FACILITIES IMPROVEMENT PROGRAM 
TAGS: ABLD, AF 
To: STATE 
Type: TE 
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